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Ne: Integrated Disease Surveillance Programme C8V ID-19 
rs = Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 31-10-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 993 (since 15t" March 2020) 

¥@) Positive Today: 06 #Y Recovered Today: 02 

4 Death Today: 00 &{Q Active Cases: 61 

S*’’ Sample Positivity Today: 1.00% R%_ Recovery Percentage: 96.00% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104362 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100175 (96.00%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3793 (3.63%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333 (0.32%) 
5. Number of samples found negative for COVID-19 today: 593 
6. Total number of samples sent for COVID-19 testing today: 666 
7. Total number of cumulative samples found negative since 01.01.2022: 1549506 
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Detailed Status of Sample Tested 


: Negative es Positive 
Negative ; Positive j 
x Cumulative 5 Cumulative 
in last 24 i in last 24 : 
hours Se hours ae 
01.01.2022 01.01.2022 


Haridwar 1 | 1330563 | | tston|| 344634 | 
Details of Districts having Positive COVID-19 Cases 
Almora 4911 4472 2 4 433 
Bageshwar 2161 2056 0 0 105 
Chamoli 3379 3244 1 3 131 
Champawat 1994 1964 1 2 27 
Dehradun 38994 38297 16 210 471 
Haridwar 14101 13814 10 32 245 
Nainital 13507 13398 21 33 55 
Pauri Garhwal 5598 4538 1 21 1038 
Pithoragarh 2759 2600 1 4 154 
Rudraprayag 3062 2918 1 2 141 
Tehri Garhwal 2627 2162 0 8 457 
U.S. Nagar 9342 8984 2 8 348 
Uttarkashi 1927 1728 5 6 188 
Total 104362 100175 61 333 3793 


1sS* 


Integrated Disease Surveillance Programme C®VID-19 
ae Fe Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


at We quae 
an cal Ye Aa @ a {een B 


Da arate! oT Te We ae PTELT 
fear a ter @ fora 
Ha aw Aeree1 ae Bt TAIT 8... 


FIOM Fl HL PerwaAL TABLA at At 


iy Uttarakhand State Control Room 


@) & C®VID-19 


woo Uttarakhand State Control Room 


GORRAVS WAT 


Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


COVID-19 Vaccination 


31st October 2022 


* Sessions Held Today: 433 
* Number of Beneficiaries Vaccinated Today: 1641 
* Total Number of Beneficiaries Partially Vaccinated: 9112918 
* = =Total Number of Beneficiaries Fully Vaccinated: 8715924 
*% = Total Number of Beneficiaries Given Precaution Dose: 2146417 
Details of Beneficiaries Vaccinated in Uttarakhand 
an 5 Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s e e e Precaution 1st 
ise ue vrs | years tst | | years | ‘etdose | and Dose | _ Dose es base — alike ieeee 
ist 2nd Dose 2nd Dose Coverage Coverage | Coverage | Coverage | Coverage | Coverage Coverage ais Dose 
Dose Dose Coverage | Coverage 9 9 9 9 9 9 Dose 
Almora 21129 15820 29451 24621 384970 359572 6025 6035 9961 9770 94871 3 44 
Bageshwar 10540 9144 14153 13351 186469 173445 2515 2522 2323 2403 63032 2, 63 
Chamoli 15250 15195 19751 19737 275409 273063 3988 4025 6494 6641 121441 0 0 
Champawat 11017 10185 13564 13207 185661 175723 2257 2324 7594 7609 47251 0 9 
Dehradun 74412 54060 104616 84994 1585629 | 1499395 37252 36762 30677 31361 432344 41 215 
Haridwar 76648 43870 84255 55309 1525082 | 1475038 17797 17679 48487 48513 360133 30 133 
Nainital 43302 38850 53720 49794 760899 746691 14196 14018 20121 20257 206673 14 149 
Pauri 22905 18164 32770 31196 456697 440424 7927 7955 7109 7211 142851 2 23 
Pithoragarh 16699 12980 23865 21252 329198 320961 4097 4116 8325 8427 74876 25 56 
Rudraprayag 9223 7414 12654 11254 174911 161503 2466 2458 2692 2715 60820 0 0 
Tehri 23949 22603 31387 30801 402488 372653 6254 6320 4932 5059 141556 21 28 
US Nagar 63553 56003 93891 91840 1363778 | 1398171 12510 12642 34819 34119 277892 36 540 
Uttarkashi 13680 11523 18333 17073 237725 229493 3463 3490 5004 5121 122677 3 204 
Total 402307 | 315811 | 532410 | 464429 | 7868916 | 7626132 | 120747 | 120346 | 188538 | 189206 | 2146417 | 177 | 1464 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 
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S*’Y Sample Positivity: 4.41% 
RX CFR (%Death): 1.73% 


R% Recovery Percentage: 96.03 % 
44 Migrated Cases: 2.23% 


lls Total cumulative Positive COVID-19 detected: 449147 
2. Total Number of COVID-19 Patients Treated/ Cured: 431325 
35 Total Number of COVID-19 patients migrated out of state: 10010 
4. Total Number of COVID-19 Deaths: 7751 
2, Total number of cumulative samples found negative: 9725259 
6. Total number of cumulative samples tested: 10174406 


Districts wise Status of COVID-19 


Treated/ 


Cured till Cumulative 


District Cumulative Negative Positive 


Cumulative 


samples Tested 


Cumulative 


Cumulative Deaths 


Date 


Migrated/others 


Almora 327455 310303 17152 15896 200 1054 
Bageshwar 261637 253709 7928 7737 61 130 
Chamoli 360887 345256 15631 15227 65 338 
Champawat 341155 331482 9673 9401 =) 216 
Dehradun 2499330 2347604 151726 146899 B18i, 1074 
Haridwar 2608676 2542990 65686 62977 1056 1643 
Nainital 739201 686352 52849 51651 980 197 
Pauri Garhwal 544002 520662 23340 21258 336 1745 
Pithoragarh 289942 276892 13050 12601 186 262 
Rudraprayag 244854 232986 11868 11458 108 301 
Tehri Garhwal 376479 358012 18467 16993 118 1356 
U.S. Nagar 1174723 1127435 47288 45356 769 1161 
Uttarkashi 406065 391576 14489 13871 80 533 
Total 10174406 9725259 449147 431325 7751 10010 


